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Notes 


Short of going into a dissertation on acoustics, this piece employs the double valve system of 
the hom and all 12 “keys” as fundamentals, along with their concomitant partials, untuned , 
of which the 7 th , 11 th , 13 th , 14 th , 15 th , 17 th , 18 th and 19 th are used—IN PURE TONE—so as to 
provide a natural approach for the exploration of microtones at the most fundamental level of 

this most beautiful and eloquent of brass instruments 




















































































































































